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Other Known Titles: 

Director: 

Producers: 

Publisher: 

Author: 

Format: 
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06 June 2000 

The Film and Video Labelling Body Inc. 

DVD World Ltd 

House On Haunted Hill 

Not Stated 

William Malone 

Robert Zemeckis, Joel Silver, Gilbert Adler 

Not Applicable 

Not Applicable 

DVD 

USA 

English 


Components of film originally examined: 


Feature: 

House On Haunted Hill 

Running time: 

92.46 

Menu: 

Play Movie 

Features 

Scenes 

Languages 



Other Moving 

Warner Bros Notice 

Running time: 

0.11 

Image 

Copyright Warning Notice 


0.42 

Components: 

The Shadow 


2.46 


The Sculptures 


2.38 


The Glass Ceiling 


2.05 


The Saturation Chamber 


2.39 


The Vat Of Blood 


1.05 


The Exploding Floor 


1.31 


Scenes From 'Creature' 


1.14 


Director's Commentary 


92.46 


Chamber 


0.36 


Two Houses 


19.17 


"The House On Haunted Hill" 


1.44 


House On Haunted Hill 


2.12 


Sarah Gets The Invite 


6.24 


Zombies 


3.43 


... Please turn over 
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Epilogue 


2.12 


William Malone 
Other William Castle 

Components: 


Total Running Time: 236.31 


Excision/Alteration: Not Applicable. 


Reason(s) for Excision: 

Not Applicable. 


Classification Decision: 

Objectionable except if the availability of the publication is restricted to persons who 
have attained the age of 16 years. 


Display Conditions: 

Nil. 


Descriptive Note: 

Contains horror scenes and offensive language. 


Direction to issue a label has been given on: 02 June 2000 


SUMMARY OF THE REASONS FOR DECISION: 
Not Applicable. 


OFLCRef: 676 
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